Journal of Chromatography 


Author Index 


Aiache, J. M., see Lartigue-Mattei, C. 617(1993)140 

Akasaka, K., Ohrui, H., Meguro, H. and Tamura, M. 
Determination of triacylglycerol and cholesterol ester 
hydroperoxides in human plasma by high-performance 
liquid chromatography with fluorometric postcolumn 
detection 617(1993)205 

Akesson, B., see Lundh, T. 617(1993)191 

Albertini, M., see Candito, M. 617(1993)304 

Allen, J., see Wilson, J. B. 617(1993)37 

Angeletti, M., see Fioretti, E. 617(1993)308 

Ascoli, F., see Fioretti, E. 617(1993)308 

Atkinson, D. A., Hill, H. H. and Shultz, T. D. 
Quantification of mammalian lignans in biological fluids 
using gas chromatography with ion mobility detection 
617(1993)173 

Ausina, V., see Garcia-Barcelo, M. 617(1993)299 

Awad, J. A., Morrow, J. D. and Roberts II, L. J. 
Simplification of the mass spectrometric assay for the 
major urinary metabolite of prostaglandin D, 
617(1993)124 

Ballévre, O., see Stampfli, A. A. 617(1993)197 

Barua, A. B., Kostic, D. and Olson, J. A. 
New simplified procedures for the extraction and 
simultaneous high-performance liquid chromatographic 
analysis of retinol, tocopherols and carotenoids in human 
serum 617(1993)257 

Barzago, M. M., see Bortolotti, A. 617(1993)313 

Bastide, M., see Lartigue-Mattei, C. 617(1993)140 

Baune, B., see Fernandez, C. 617(1993)271 

Beijnen, J. H., Rosing, H., Ten Bokkel Huinink, W. W. and 
Pinedo, H. M. 
High-performance liquid chromatographic analysis of the 
antitumour drug camptothecin and its lactone ring- 
opened form in rat plasma 617(1993)111 

Belda, F., see Garcia-Barcelo, M. 617(1993)299 

Benké, S. M., see Urmés, I. 617(1993)168 

Berger, J. A., see Lartigue-Mattei, C. 617(1993)140 

Bonati, M., see Bortolotti, A. 617(1993)313 

Bortolotti, A., Lucchini, G., Barzago, M. M., Stellari, F. and 
Bonati, M. 
Simultaneous determination of retinol, «-tocopherol and 
retinyl palmitate in plasma of premature newborns by 
reversed-phase high-performance liquid chromatography 
617(1993)313 

Bostick, J. M., see Rabel, S. R. 617(1993)79 

Bourque, A. J. and Cohen, A. S. 
Quantitative analysis of phosphorothioate 
oligonucleotides in biological fluids using fast anion- 
exchange chromatography 617(1993)43 

Brennan, S. O., see Wilson, J. B. 617(1993)37 

Buick, A. R. and Fook Sheung, C. T. C. 
Determination of 
propynyl)uracil and a metabolite, 5-propynyluracil, in 
plasma using ASTED (automated sequential trace 
enrichment of dialysates) combined, on-line, with high- 
performance liquid chromatography 617(1993)65 

Canafax, D. M., see Lovdahl, M. 617(1993)329 


Candito, M., Albertini, M., Politano, S., Deville, A., Mariani, 

R. and Chambon, P. 

Plasma catecholamine levels in children 617(1993)304 
Cebrian-Pérez, J. A., see Pascual, M. L. 617(1993)51 
Chabard, J. L., see Lartigue-Mattei, C. 617(1993)140 
Chambon, P., see Candito, M. 617(1993)304 
Chang, W.-H., see Cheng, F.-C. 617(1993)227 
Chen, C.-F., see Peng, Y.-T. 617(1993)87 
Chen, X. B., Kyle, D. J. and Orskov, E. R. 

Measurement of allantoin in urine and plasma by high- 

performance liquid chromatography with pre-column 

derivatization 617(1993)241 
Chen, X.-H., Franke, J.-P., Wijsbeek, J. and De Zeeuw, R. A. 

Study of lot-to-lot reproducibilities of Bond Elut Certify 

and Clean Screen DAU mixed-mode solid-phase 

extraction columns in the extraction of drugs from whole 

blood 617(1993)147 
Cheng, F.-C., Kuo, J.-S., Chang, W.-H., Juang, D.-J., Shih, Y. 

and Lai, J.-S. 

Rapid and reliable high-performance liquid 

chromatographic method for analysing human plasma 

serotonin, 5-hydroxyindoleacetic acid, homovanillic acid 

and 3,4-dihydroxyphenylacetic acid 617(1993)227 
Christen, H. J., see Hoffmann, G. F. 617(1993)1 
Cohen, A. S., see Bourque, A. J. 617(1993)43 
Cornwell, P. E., Morgan, S. L. and Vaughn, W. H. 

Modification of a high-performance liquid 

chromatographic method for assay of homocysteine in 

human plasma 617(1993)136 
Crump, K., see Gerostamoulos, J. 617(1993)152 
Danger, P., see Lacroix, C. 617(1993)285 
Date, Y., see Tsuruta, Y. 617(1993)213 
De Lena, M., see Guerrieri, A. 617(1993)71 
Deville, A., see Candito, M. 617(1993)304 
De Zeeuw, R. A., see Chen, X.-H. 617(1993)147 
Drummer, O. H., see Gerostamoulos, J. 617(1993)152 
Eleuteri, A. M., see Fioretti, E. 617(1993)308 
Engels, W., see Van Haaster, C. M.C. J. 617(1993)233 
Farinotti, R., see Fernandez, C. 617(1993)271 
Fay, L. B., see Stampfli, A. A. 617(1993)197 
Fernandez, C., Gimenez, F., Baune, B., Maradeix, V., 

Thuillier, A. and Farinotti, R. 

Determination of the enantiomers of zopiclone and its 

two chiral metabolites in urine using an automated 

coupled achiral-chiral chromatographic system 

617(1993)271 
Fioretti, E., Eleuteri, A. M., Angeletti, M. and Ascoli, F. 

High-performance liquid chromatographic separation of 

aprotinin-like inhibitors and their determination in very 

small amounts 617(1993)308 
Fook Sheung, C. T. C., see Buick, A. R. 617(1993)65 
Franke, J.-P., see Chen, X.-H. 617(1993)147 
Fukushima, M., see Tanikawa, M. 617(1993)163 
Garcia-Barcelé, M., Luquin, M., Belda, F. and Ausina, V. 

Gas chromatographic whole-cell fatty acid analysis as an 

aid for the identification of mixed mycobacterial cultures 

617(1993)299 


J 
A 
\ 


348 


Gerostamoulos, J., Crump, K., McIntyre, I. M. and Drummer, 
O. H. 
Simultaneous determination of 6-monoacetylmorphine, 
morphine and codeine in urine using high-performance 
liquid chromatography with combined ultraviolet and 
electrochemical detection 617(1993)152 

Gimenez, F., see Fernandez, C. 617(1993)271 

Goutay, E., see Lartigue-Mattei, C. 617(1993)140 

Gu, L.-H., see Wilson, J. B. 617(1993)37 

Guerrieri, A., Palmisano, F., Zambonin, P. G., De Lena, M. 
and Lorusso, V. 
Solid-phase extraction of fluoropyrimidine derivatives on 
a copper-modified strong cation exchanger: determination 
of doxifluridine, 5-fluorouracil and its main metabolites in 
serum by high-performance liquid chromatography with 
ultraviolet detection 617(1993)71 

Hanefeld, F., see Hoffmann, G. F. 617(1993)1 

Hayakawa, K., Yoshikawa, K., Oizumi, J. and Yamauchi, K. 
Improved high-performance liquid chromatographic 
determination of biotinidase activity with biotinyl-6- 
aminoquinoline as substrate 617(1993)29 

Hayashi, K., see Tagawa, K. 617(1993)95 

Heinig, R., see Rabel, S. R. 617(1993)79 

Herrle, I., see Kauert, G. 617(1993)318 

Hill, H. H., see Atkinson, D. A. 617(1993)173 

Hoffmann, G. F., Seppel, C. K., Holmes, B., Mitchell, L., 
Christen, H. J., Hanefeld, F., Rating, D. and Nyhan, W. 
L. 
Quantitative organic acid analysis in cerebrospinal fluid 
and plasma: reference values in a pediatric population 
617(1993)1 

Hofmann, M., see Wilson, I. D. 617(1993)324 

Holmes, B., see Hoffmann, G. F. 617(1993)1 

Hornstra, G., see Van Haaster, C. M. C. J. 617(1993)233 

Huisman, T. H. J., see Wilson, J. B. 617(1993)37 

Huselton, C., see Ranalder, U. B. 617(1993)129 

Imamura, T., see Ito, S. 617(1993)119 

Ito, S., Nagata, T., Kudo, K., Kimura, K. and Imamura, T. 
Simultaneous determination of paraquat and diquat in 
human tissues by high-performance liquid 
chromatography 617(1993)119 

Jayatilaka, A. and Poole, C. F. 
Computer-assisted optimization of the gas 
chromatographic separation of equine estrogens 
617(1993)19 

Juang, D.-J., see Cheng, F.-C. 617(1993)227 

Kauert, G., Herrle, I. and Wermeille, M. 
Quantification of dimethindene in plasma by gas 
chromatography—mass fragmentography using ammonia 
chemical ionization 617(1993)318 

Kazlauskas, R., see Lisi, A. M. 617(1993)265 

Kema, I. P., Meiborg, G., Nagel, G. T., Stob, G. J. and 
Muskiet, F. A. J. 
Isotope dilution ammonia chemical ionization mass 
fragmentographic analysis of urinary 3-O-methylated 
catecholamine metabolites. Rapid sample clean-up by 
derivatization and extraction of lyophilized samples 
617(1993)181 

Kimura, K., see Ito, S. 617(1993)119 

Kirchherr, H. 
Determination of hydrazine in human plasma by high- 
performance liquid chromatography 617(1993)157 


Author Index 


Kitagawa, T., see Matsuura, A. 617(1993)339 

Klebovich, I., see Urmés, I. 617(1993)168 

Kobayashi, H., see Magara, H. 617(1993)59 

Kobayashi, S., see Magara, H. 617(1993)59 

Kohashi, K., see Tsuruta, Y. 617(1993)213 

Kokatsu, J., see Suwa, T. 617(1993)105 

Kostic, D., see Barua, A. B. 617(1993)257 

Krauwinkel, W. J. J., Volkers-Kamermans, N. J. and Van 
Zijtveld, J. 
Determination of amoxiciliin in human plasma by high- 
performance liquid chromatography and solid phase 
extraction 617(1993)334 

Kudo, K., see Ito, S. 617(1993)119 

Kuo, J.-S., see Cheng, F.-C. 617(1993)227 

Kyle, D. J., see Chen, X. B. 617(1993)241 

Lacroix, C., Wojciechowski, F. and Danger, P. 
Monitoring of berizodiazepines (clobazam, diazepam and 
their main active metabolites) in human plasma by 
column-switching high-performance liquid 
chromatography 617(1993)285 

Lai, J.-S., see Cheng, F.-C. 617(1993)227 

Lajunen, L. H. J., see Virtanen, V. 617(1993)291 

Lartigue-Mattei, C., Lauro-Marty, C., Bastide, M., Berger, J. 
A., Chabard, J. L., Goutay, E. and Aiache, J. M. 
Determination of phloroglucinol in human plasma by gas 
chromatography-—mass spectrometry 617(1993)140 

Lauro-Marty, C., see Lartigue-Mattei, C. 617(1993)140 

Lausecker, B. B., see Ranalder, U. B. 617(1993)129 

Lemmens, P. J. M. R., see Van Haaster, C. M. C. J. 
617(1993)233 

Lin, L.-C., see Peng, Y.-T. 617(1993)87 

Lindon, J. C., see Wilson, I. D. 617(1993)324 

Lisi, A. M., Kazlauskas, R. and Trout, G. J. 
Gas chromatographic—mass spectrometric quantitation of 
urinary | 1-nor-4°-tetrahydrocannabinol-9-carboxylic acid 
after derivatization by direct extractive alkylation 
617(1993)265 

Lopez-Pérez, M. J., see Pascual, M. L. 617(1993)51 

Lorusso, V., see Guerrieri, A. 617(1993)71 

Lovdahl, M., Steury, J., Russlie, H. and Canafax, D. M. 
Determination of ciprofloxacin levels in chinchilla middle 
ear effusion and plasma by high-performance liquid 
chromatography with fluorescence detection 
617(1993)329 

Lucchini, G., see Bortolotti, A. 617(1993)313 

Lundh, T. and Akesson, B. 
Gas chromatographic determination of primary and 
secondary low-molecular-mass aliphatic amines in urine 
using derivatization with isobutyl chloroformate 
617(1993)191 

Luquin, M., see Garcia-Barceld, M. 617(1993)299 

Magara, H., Kobayashi, H. and Kobayashi, S. 
Determination of benidipine hydrochloride in human 
plasma by capillary column gas chromatography-negative 
ion chemical ionization mass spectrometry 617(1993)59 

Maradeix, V., see Fernandez, C. 617(1993)271 

Mariani, R., see Candito, M. 617(1993)304 

Matsuki, Y., see Suzuki, E. 617(1993)221 

Matsuura, A., Nagayama, T. and Kitagawa, T. 
Automated high-performance liquid chromatographic 
method for determination of furosemide in dog plasma 
617(1993)339 


Author Index 


McIntyre, I. M., see Gerostamoulos, J. 617(1993)152 

Meguro, H., see Akasaka, K. 617(1993)205 

Meiborg, G., see Kema, I. P. 617(1993)181 

Midgley, J. M., see Zhou, P. 617(1993)11 

Mitchell, L., see Hoffmann, G. F. 617(1993)1 

Mizobe, M., see Tagawa, K. 617(1993)95 

Morgan, S. L., see Cornwell, P. E. 617(1993)136 

Morrow, J. D., see Awad, J. A. 617(1993)124 

Muifio-Blanco, T., see Pascual, M. L. 617(1993)51 

Muskiet, F. A. J., see Kema, I. P. 617(1993)181 

Nagata, T., see Ito, S. 617(1993)119 

Nagayama, T., see Matsuura, A. 617(1993)339 

Nagel, G. T., see Kema, I. P. 617(1993)181 

Nambara, T., see Suzuki, E. 617(1993)221 

Nicholson, J. K., see Wilson, I. D. 617(1993)324 

Niessen, W. M. A. 
Mass spectral and GC data of drugs, poisons, pesticides, 
pollutants and their metabolites (by K. Pfleger, H. H. 
Maurer and A. Weber) (Book Review) 617(1993)344 

Noda, K., see Suzuki, A. 617(1993)279 

Noda, K., see Tagawa, K. 617(1993)95 

Nyhan, W. L., see Hoffmann, G. F. 617(1993)1 

Ohno, T., see Tani, Y. 617(1993)249 

Ohrui, H., see Akasaka, K. 617(1993)205 

Ohsawa, Y., see Tanikawa, M. 617(1993)163 

Oizumi, J., see Hayakawa, K. 617(1993)29 

Olson, J. A., see Barua, A. B. 617(1993)257 

@rskov, E. R., see Chen, X. B. 617(1993)241 

Palmisano, F., see Guerrieri, A. 617(1993)71 

Pascual, M. L., Muifio-Blanco, T., Cebrian-Pérez, J. A. and 
Lopez-Pérez, M. J. 
Sperm cell heterogeneity revealed by centrifugal counter- 
current distribution in an aqueous two-phase system 
617(1993)51 

Peng, Y.-T., Shum, A. Y.-C., Tsai, T.-H., Lin, L.-C. and 
Chen, C.-F. 
High-performance liquid chromatography of the 
quinazolinocarboline alkaloid dehydroevodiamine 
617(1993)87 

Pinedo, H. M., see Beijnen, J. H. 617(1993)111 

Politano, S., see Candito, M. 617(1993)304 

Poole, C. F., see Jayatilaka, A. 617(1993)19 

Rabel, S. R., Stobaugh, J. F., Heinig, R. and Bostick, J. M. 
Improvements in detection sensitivity for the 
determination of ivermectin in plasma using 
chromatographic techniques and laser-induced 
fluorescence detection with automated derivatization 
617(1993)79 

Ranalder, U. B., Lausecker, B. B. and Huselton, C. 
Micro liquid chromatography—mass spectrometry with 
direct liquid introduction used for separation and 
quantitation of all-trans- and 13-cis-retinoic acids and 
their 4-oxo metabolites in human plasma 617(1993)129 

Rating, D., see Hoffmann, G. F. 617(1993)1 

Roberts II, L. J., see Awad, J. A. 617(1993)124 

Rosing, H., see Beijnen, J. H. 617(1993)111 

Russlie, H., see Lovdahl, M. 617(1993)329 

Saegusa, K., see Suzuki, E. 617(1993)221 

Seppel, C. K., see Hoffmann, G. F. 617(1993)1 

Shaw, J. G., see Wilson, J. B. 617(1993)37 

Shih, Y., see Cheng, F.-C. 617(1993)227 

Shinohara, Y., see Suwa, T. 617(1993)105 


Shultz, T. D., see Atkinson, D. A. 617(1993)173 

Shum, A. Y.-C., see Peng, Y.-T. 617(1993)87 

Spraul, M., see Wilson, I. D. 617(1993)324 

Stampfli, A. A., Ballévre, O. and Fay, L. B. 
Determination of taurine metabolism by measurement of 
'SN-enriched taurine in cat urine by gas 
chromatography-—mass spectrometry 617(1993)197 

Stellari, F., see Bortolotti, A. 617(1993)313 

Steury, J., see Lovdahl, M. 617(1993)329 

Stob, G. J., see Kema, I. P. 617(1993)181 

Stobaugh, J. F., see Rabel, S. R. 617(1993)79 

Suwa, T., Urano, H., Shinohara, Y. and Kokatsu, J. 
Simultaneous high-performance liquid chromatographic 
determination of lornoxicam and its 5’-hydroxy 
metabolite in human plasma using electrochemical 
detection 617(1993)105 

Suzuki, A., Takagaki, S., Suzuki, H. and Noda, K. 
Determination of the R,R- and S,S-enantiomers of 
vamicamide in human serum and urine by high- 
performance liquid chromatography on a Chiral-AGP 
column 617(1993)279 

Suzuki, E., Saegusa, K., Matsuki, Y. and Nambara, T. 
Assay of enzymic O-methylation of catechol oestrogens 
by high-performance liquid chromatography with 
coulometric detection 617(1993)221 

Suzuki, H., see Suzuki, A. 617(1993)279 

Tagawa, K., Hayashi, K., Mizobe, M. and Noda, K. 
Highly sensitive determination of imidapril, a new 
angiotensin I-converting enzyme inhibitor, and its active 
metabolite in human plasma and urine using high- 
performance liquid chromatography with fluorescent 
labelling reagent 617(1993)95 

Takagaki, S., see Suzuki, A. 617(1993)279 

Tamura, M., see Akasaka, K. 617(1993)205 

Tani, Y. and Ohno, T. 
Analysis of 6R- and 6S-tetrahydrobiopterin and other 
pterins by reversed-phase ion-pair liquid chromatography 
with fluorimetric detection by post-column sodium nitrite 
oxidation 617(1993)249 

Tanikawa, M., Uzu, M., Ohsawa, Y. and Fukushima, M. 
Sensitive method for determination of nicorandil in 
human plasma by reversed-phase high-performance liquid 
chromatography with ultraviolet detection 617(1993)163 

Ten Bokkel Huinink, W. W., see Beijnen, J. H. 617(1993)111 

Teranishi, T., see Tsuruta, Y. 617(1993)213 

Thuillier, A., see Fernandez, C. 617(1993)271 

Trout, G. J., see Lisi, A. M. 617(1993)265 

Tsai, T.-H., see Peng, Y.-T. 617(1993)87 

Tsuruta, Y., Teranishi, T., Date, Y. and Kohashi, K. 
Simultaneous determination of cholesterol and 
cholestanol in human serum by high-performance liquid 
chromatography using 3-(5,6-methylenedioxy-2- 
phthalimidyl)benzoyl azide as precolumn fluorescent 
labelling reagent 617(1993)213 

Urano, H., see Suwa, T. 617(1993)105 

Urmés, I., Benké, S. M. and Klebovich, I. 
Simple and rapid determination of clomiphene cis and 
trans isomers in human plasma by high-performance 
liquid chromatography using on-line post-column 
photochemical derivatization and fluorescence detection 
617(1993)168 

Uzu, M., see Tanikawa, M. 617(1993)163 


350 


Van der Vusse, G. J., see Van Haaster, C. M. C. J. 
617(1993)233 

Van Haaster, C. M. C. J., Engels, W., Lemmens, P. J. M. R., 
Hornstra, G. and Van der Vusse, G. J. 
Rapid and highly sensitive high-performance liquid 
chromatographic method for the determination of 
histamine and 3-methylhistamine in biological samples 
using fluorescamine as the derivatizing agent 
617(1993)233 

Van Zijtveld, J., see Krauwinkel, W. J. J. 617(1993)334 

Vaughn, W. H., see Cornwell, P. E. 617(1993)136 

Virtanen, V. and Lajunen, L. H. J. 
High-performance liquid chromatographic method for 
simultaneous determination of clodronate and some 
clodronate esters 617(1993)291 

Volkers-Kamermans, N. J., see Krauwinkel, W. J. J. 
617(1993)334 

Watson, D. G., see Zhou, P. 617(1993)11 

Wermeille, M., see Kauert, G. 617(1993)318 

Wijsbeek, J., see Chen, X.-H. 617(1993)147 


Author Index 


Wilson, I. D., Nicholson, J. K., Hofmann, M., Spraul, M. and 
Lindon, J. C. 
Investigation of the human metabolism of antipyrine 
using coupled liquid chromatography and nuclear 
magnetic resonance spectroscopy of urine 617(1993)324 

Wilson, J. B., Brennan, S. O., Allen, J., Shaw, J. G., Gu, L.-H. 
and Huisman, T. H. J. 
The ™y chain of human fetal hemoglobin is an “y chain 
with an in vitro modification of y141 leucine to 
hydroxyleucine 617(1993)37 

Wojciechowski, F., see Lacroix, C. 617(1993)285 

Yamauchi, K., see Hayakawa, K. 617(1993)29 

Yoshikawa, K., see Hayakawa, K. 617(1993)29 

Zambonin, P. G., see Guerrieri, A. 617(1993)71 

Zhou, P., Watson, D. G. and Midgley, J. M. 
Identification and quantification of y-glutamyl conjugates 
of biogenic amines in the nervous system of the snail, 
Helix aspersa, by gas chromatography-negative-ion 
chemical ionisation mass spectrometry 617(1993)11 


| 


Journal of Chromatography 


Compound Index 


Adrenaline 
Plasma catecholamine levels in children 617(1993)304 


Alcohols 

Gas chromatographic whole-cell fatty acid analysis as an aid 
for the identification of mixed mycobacterial cultures 
617(1993)299 


Allantoin 

Measurement of allantoin in urine and plasma by high- 
performance liquid chromatography with pre-column 
derivatization 617(1993)241 


Amines 

Identification and quantification of y-glutamyl conjugates of 
biogenic amines in the nervous system of the snail, Helix 
aspersa, by gas chromatography—negative-ion chemical 
ionisation mass spectrometry 617(1993)11 


Amines, aliphatic 

Gas chromatographic determination of primary and secondary 
low-molecular-mass aliphatic amines in urine using 
derivatization with isobutyl chloroformate 617(1993)191 


Amoxicillin 

Determination of amoxicillin in human plasma by high- 
performance liquid chromatography and solid phase 
extraction 617(1993)334 


Antipyrine 

Investigation of the human metabolism of antipyrine using 
coupled liquid chromatography and nuclear magnetic 
resonance spectroscopy of urine 617(1993)324 


Aprotinin 

High-performance liquid chromatographic separation of 
aprotinin-like inhibitors and their determination in very small 
amounts 617(1993)308 


Determination of 
uracil and a metabolite, 5-propynyluracil, in plasma using 
ASTED (automated sequential trace enrichment of dialysates) 
combined, on-line, with high-performance liquid 
chromatography 617(1993)65 


Benidipine h 

Determination of benidipine hydrochloride in human plasma 
by capillary column gas chromatography-negative ion 
chemical ionization mass spectrometry 617(1993)59 


Benzodiazepines 

Monitoring of benzodiazepines (clobazam, diazepam and their 
main active metabolites) in human plasma by column- 
switching high-performance liquid chromatography 
617(1993)285 


Biopterin 

Analysis of 6R- and 6S-tetrahydrobiopterin and other pterins 
by reversed-phase ion-pair liquid chromatography with 
fluorimetric detection by post-column sodium nitrite 
oxidation 617(1993)249 


Biotinidase 

Improved high-performance liquid chromatographic 
determination of biotinidase activity with biotinyl-6- 
aminoquinoline as substrate 617(1993)29 


Biotinyl-6-aminoquinoline 

Improved high-performance liquid chromatographic 
determination of biotinidase activity with biotinyl-6- 
aminoquinoline as substrate 617(1993)29 


Calcium antagonists 

Determination of benidipine hydrochloride in human plasma 
by capillary column gas chromatography—negative ion 
chemical ionization mass spectrometry 617(1993)59 


Camptothecin 

High-performance liquid chromatographic analysis of the 
antitumour drug camptothecin and its lactone ring-opened 
form in rat plasma 617(1993)111 


Cannabinoids 

Gas chromatographic—mass spectrometric quantitation of 
urinary | acid after 
derivatization by direct extractive alkylation 617(1993)265 


Carotenoids 

New simplified procedures for the extraction and simultaneous 
high-performance liquid chromatographic analysis of retinol, 
tocopherols and carotenoids in human serum 617(1993)257 


Catecholamines 

Isotope dilution ammonia chemical ionization mass 
fragmentographic analysis of urinary 3-O-methylated 
catecholamine metabolites. Rapid sample clean-up by 
derivatization and extraction of lyophilized samples 
617(1993)181 


Plasma catecholamine levels in children 617(1993)304 


Catechol oestrogens 

Assay of enzymic O-methylation of catechol oestrogens by 
high-performance liquid chromatography with coulometric 
detection 617(1993)221 


Cholestanol 

Simultaneous determination of cholesterol and cholestanol in 
human serum by high-performance liquid chromatography 
using 3-(5,6-methylenedioxy-2-phthalimidyl)benzoyl azide as 
precolumn fluorescent labelling reagent 617(1993)213 


351 


Simultaneous determination of cholesterol and cholestanol in 
human serum by high-performance liquid chromatography 
using 3-(5,6-methylenedioxy-2-phthalimidyl)benzoyl azide as 
precolumn fluorescent labelling reagent 617(1993)213 


Cholesterol ester hydroperoxides 

Determination of triacylglycerol and cholesterol ester 
hydroperoxides in human plasma by high-performance liquid 
chromatography with fluorometric postcolumn detection 
617(1993)205 


Ciprofloxacin 

Determination of ciprofloxacin levels in chinchilla middle ear 
effusion and plasma by high-performance liquid 
chromatography with fluorescence detection 617(1993)329 


Clobazam 

Monitoring of benzodiazepines (clobazam, diazepam and their 
main active metabolites) in human plasma by column- 
switching high-performance liquid chromatography 
617(1993)285 


Clodronate 

High-performance liquid chromatographic method for 
simultaneous determination of clodronate and some 
clodronate esters 617(1993)291 


Clodronate esters 

High-performance liquid chromatographic method for 
simultaneous determination of clodronate and some 
clodronate esters 617(1993)291 


Clomiphene 

Simple and rapid determination of clomiphene cis and trans 
isomers in human plasma by high-performance liquid 
chromatography using on-line post-column photochemical 
derivatization and fluorescence detection 617(1993)168 


Codeine 

Simultaneous determination of 6-monoacetylmorphine, 
morphine and codeine in urine using high-performance liquid 
chromatography with combined ultraviolet and 
electrochemical detection 617(1993)152 


Dehydroevodiamine 

High-performance liquid chromatography of the 
quinazolinocarboline alkaloid dehydroevodiamine 
617(1993)87 


5'-Deoxy-5-fluorouridine 

Solid-phase extraction of fluoropyrimidine derivatives on a 
copper-modified strong cation exchanger: determination of 
doxifluridine, 5-fluorouracil and its main metabolites in serum 
by high-performance liquid chromatography with ultraviolet 
detection 617(1993)71 


N-Desmeth 

Determination of the enantiomers of zopiclone and its two 
chiral metabolites in urine using an automated coupled 
achiral-chiral chromatographic system 617(1993)271 


Compound Index 


Diazepam 

Monitoring of benzodiazepines (clobazam, diazepam and their 
main active metabolites) in human plasma by column- 
switching high-performance liquid chromatography 
617(1993)285 


Difloxacin 

Determination of ciprofloxacin levels in chinchilla middle ear 
effusion and plasma by high-performance liquid 
chromatography with fluorescence detection 617(1993)329 


dioic acid 

Simplification of the mass spectrometric assay for the major 
urinary metabolite of prostaglandin D, 617(1993)124 


3,4-Dihydroxyphenylacetic acid 

Rapid and reliable high-performance liquid chromatographic 
method for analysing human plasma serotonin, 5- 
hydroxyindoleacetic acid, homovanillic acid and 3,4- 
dihydroxyphenylacetic acid 617(1993)227 


Dimethindene 

Quantification of dimethindene in plasma by gas 
chromatography-—mass fragmentography using ammonia 
chemical ionization 617(1993)318 


Dimethylamine 

Gas chromatographic determination of primary and secondary 
low-molecular-mass aliphatic amines in urine using 
derivatization with isobutyl chloroformate 617(1993)191 


Diquat 

Simultaneous determination of paraquat and diquat in human 
tissues by high-performance liquid chromatography 
617(1993)119 


Dopamine 

Identification and quantification of y-glutamyl conjugates of 
biogenic amines in the nervous system of the snail, Helix 
aspersa, by gas chromatography-—negative-ion chemical 
ionisation mass spectrometry 617(1993)11 


Doxifluridine 

Solid-phase extraction of fluoropyrimidine derivatives on a 
copper-modified strong cation exchanger: determination of 
doxifluridine, 5-fluorouracil and its main metabolites in serum 
by high-performance liquid chromatography with ultraviolet 
detection 617(1993)71 


Enterodiol 

Quantification of mammalian lignans in biological fluids using 
gas chromatography with ion mobility detection 

617(1993)173 


Enterolactone 

Quantification of mammalian lignans in biological fluids using 
gas chromatography with ion mobility detection 

617(1993)173 


Compound Index 


Enzymes 

Improved high-performance liquid chromatographic 
determination of biotinidase activity with biotinyl-6- 
aminoquinoline as substrate 617(1993)29 


Ethylamine 

Gas chromatographic determination of primary and secondary 
low-molecuiar-mass aliphatic amines in urine using 
derivatization with isobutyl chloroformate 617(1993)191 


Fatty acids 
Gas chromatographic whole-cell fatty acid analysis as an aid 


for the identification of mixed mycobacterial cultures 
617(1993)299 


Fluoropyrimidine derivatives 

Solid-phase extraction of fluoropyrimidine derivatives on a 
copper-modified strong cation exchanger: determination of 
doxifluridine, 5-fluorouracil and its main metabolites in serum 
by high-performance liquid chromatography with ultraviolet 
detection 617(1993)71 


5-Fluorouracil 

Solid-phase extraction of fluoropyrimidine derivatives on a 
copper-modified strong cation exchanger: determination of 
doxifluridine, 5-fluorouracil and its main metabolites in serum 
by high-performance liquid chromatography with ultraviolet 
detection 617(1993)71 


Furosemide 
Automated high-performance liquid chromatographic method 
for determination of furosemide in dog plasma 617(1993)339 


y-Glutamylamines 

Identification and quantification of y-glutamyl conjugates of 
biogenic amines in the nervous system of the snail, Helix 
aspersa, by gas chromatography-negative-ion chemical 
ionisation mass spectrometry 617(1993)11 


Haemoglobin, human foetal 

The ™y chain of human fetal hemoglobin is an “y chain with 
an in vitro modification of y141 leucine to hydroxyleucine 
617(1993)37 


Hexobarbital 

Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 


Histamine 

Rapid and highly sensitive high-performance liquid 
chromatographic method for the determination of histamine 
and 3-methylhistamine in biological samples using 
fluorescamine as the derivatizing agent 617(1993)233 


Homocysteine 

Modification of a high-performance liquid chromatographic 
method for assay of homocysteine in human plasma 
617(1993)136 


Homovanillic acid 

Rapid and reliable high-performance liquid chromatographic 
method for analysing human plasma serotonin, 5- 
hydroxyindoleacetic acid, homovanillic acid and 3,4- 
dihydroxyphenylacetic acid 617(1993)227 


Hydrazine 
Determination of hydrazine in human plasma by high- 
performance liquid chromatography 617(1993)157 


5-Hydroxyindoleacetic acid 

Rapid and reliable high-performance liquid chromatographic 
method for analysing human plasma serotonin, 5- 
hydroxyindoleacetic acid, homovanillic acid and 3,4- 
dihydroxyphenylacetic acid 617(1993)227 


Hydroxyleucine 
The ™y chain of human fetal hemoglobin is an “y chain with 


an in vitro modification of y141 leucine to hydroxyleucine 
617(1993)37 


5'-Hydroxylornoxicam 

Simultaneous high-performance liquid chromatographic 
determination of lornoxicam and its 5’-hydroxy metabolite in 
human plasma using electrochemical detection 617(1993)105 


Imidapil 

Highly sensitive determination of imidapril, a new angiotensin 
I-converting enzyme inhibitor, and its active metabolite in 
human plasma and urine using high-performance liquid 
chromatography with fluorescent labelling reagent 
617(1993)95 


Ivermectin 

Improvements in detection sensitivity for the determination of 
ivermectin in plasma using chromatographic techniques and 
laser-induced fluorescence detection with automated 
derivatization 617(1993)79 


Leucine 
The “y chain of human fetal hemoglobin is an “y chain with 


an in vitro modification of y141 leucine to hydroxyleucine 
617(1993)37 


Lignans 

Quantification of mammalian lignans in biological fluids using 
gas chromatography with ion mobility detection 

617(1993)173 


Lornoxicam 

Simultaneous high-performance liquid chromatographic 
determination of lornoxicam and its 5’-hydroxy metabolite in 
human plasma using electrochemical detection 617(1993)105 


Mepivacaine 

Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 
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Metanephrine 

Isotope dilution ammonia chemical ionization mass 
fragmentographic analysis of urinary 3-O-methylated 
catecholamine metabolites 617(1993)181 


Metham 

Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 


3-Methoxytyramine 

Isotope dilution ammonia chemical ionization mass 
fragmentographic analysis of urinary 3-O-methylated 
catecholamine metabolites. Rapid sample clean-up by 
derivatization and extraction of lyophilized samples 
617(1993)181 


Methylamine 

Gas chromatographic determination of primary and secondary 
low-molecular-mass aliphatic amines in urine using 
derivatization with isobutyl chloroformate 617(1993)191 


Methylethylamine 

Gas chromatographic determination of primary and secondary 
low-molecular-mass aliphatic amines in urine using 
derivatization with isobutyl chloroformate 617(1993)191 


3-Methylhistamine 

Rapid and highly sensitive high-performance liquid 
chromatographic method for the determination of histamine 
and 3-methylhistamine in biological samples using 


fluorescamine as the derivatizing agent 617(1993)233 


6-Monoacety! 

Simultaneous determination of 6-monoacetylmorphine, 
morphine and codeine in urine using high-performance liquid 
chromatography with combined ultraviolet and 
electrochemical detection 617(1993)152 


Morphine 

Simultaneous determination of 6-monoacetylmorphine, 
morphine and codeine in urine using high-performance liquid 
chromatography with combined ultraviolet and 
electrochemical detection 617(1993)152 


Mycolic acid 
Gas chromatographic whole-cell fatty acid analysis as an aid 


for the identification of mixed mycobacterial cultures 
617(1993)299 


Neopterin 

Analysis of 6R- and 6S-tetrahydrobiopterin and other pterins 
by reversed-phase ion-pair liquid chromatography with 
fluorimetric detection by post-column sodium nitrite 
oxidation 617(1993)249 


Nicorandil 

Sensitive method for determination of nicorandil in human 
plasma by reversed-phase high-performance liquid 
chromatography with ultraviolet detection 617(1993)163 


Compound Index 


Noradrenaline 
Plasma catecholamine levels in children 617(1993)304 


Normetanephrine 

Isotope dilution ammonia chemical ionization mass 
fragmentographic analysis of urinary 3-O-methylated 
catecholamine metabolites. Rapid sample clean-up by 
derivatization and extraction of lyophilized samples 
617(1993)181 


11-Nor-4-9-tetrahydrocannabinol-9-carboxylic acid 

Gas chromatographic—mass spectrometric quantitation of 
urinary acid after 
derivatization by direct extractive alkylation 617(1993)265 


p-Octopamine 

Identification and quantification of y-glutamy! conjugates of 
biogenic amines in the nervous system of the snail, Helix 
aspersa, by gas chromatography-—negative-ion chemical 
ionisation mass spectrometry 617(1993)11 


Computer-assisted optimization of the gas chromatographic 
separation of equine estrogens 617(1993)19 


Organic acids 
Quantitative organic acid analysis in cerebrospinal fluid and 
plasma: reference values in a pediatric population 617(1993)1 


Paraquat 

Simultaneous determination of paraquat and diquat in human 
tissues by high-performance liquid chromatography 
617(1993)119 


Pentobarbital 

Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 


Pesticides 

Simultaneous determination of paraquat and diquat in human 
tissues by high-performance liquid chromatography 
617(1993)119 


Phloroglucinol 
Determination of phloroglucinol in human plasma by gas 
chromatography-—mass spectrometry 617(1993)140 


Phosphorothioate oligonucleotides 

Quantitative analysis of phosphorothioate oligonucleotides in 
biological fluids using fast anion-exchange chromatography 
617(1993)43 


Polypeptides 

High-performance liquid chromatographic separation of 
aprotinin-like inhibitors and their determination in very small 
amounts 617(1993)308 


Compound Index 


5-Propynyluracil 
Determination of 1-($-p-arabinofuranosyl)-5-(1-propynyl)- 
uracil and a metabolite, 5-propynyluracil, in plasma using 
ASTED (automated sequential trace enrichment of dialysates) 
combined, on-line, with high-performance liquid 
chromatography 617(1993)65 


Prostaglandin D, 
Simplification of the mass spectrometric assay for the major 
urinary metabolite of prostaglandin D, 617(1993)124 


Pterins 
Analysis of 6R- and 6S-tetrahydrobiopterin and other pterins 
by reversed-phase ion-pair liquid chromatography with 
fluorimetric detection by post-column sodium nitrite 
oxidation 617(1993)249 


Retinoic acids 
Micro liquid chromatography—mass spectrometry with direct 
liquid introduction used for separation and quantitation of 
all-trans- and 13-cis-retinoic acids and their 4-oxo metabolites 
in human plasma 617(1993)129 


Retinol 


New simplified procedures for the extraction and simultaneous 


high-performance liquid chromatographic analysis of retinol, 
tocopherols and carotenoids in human serum 617(1993)257 


Simultaneous determination of retinol, «-tocopherol and 
retinyl palmitate in plasma of premature newborns by 
reversed-phase high-performance liquid chromatography 
617(1993)313 


Retinyl palmitate 
Simultaneous determination of retinol, «-tocopherol and 
retinyl palmitate in plasma of premature newborns by 

_ reversed-phase high-performance liquid chromatography 
617(1993)313 


Serotonin 

Rapid and reliable high-performance liquid chromatographic 
method for analysing human plasma serotonin, 5- 
hydroxyindoleacetic acid, homovanillic acid and 3,4- 
dihydroxyphenylacetic acid 617(1993)227 


Taurine 

Determination of taurine metabolism by measurement of 
15N-enriched taurine in cat urine by gas chromatography— 
mass spectrometry 617(1993)197 


Tetrahydrobiopterin 
Analysis of 6R- and 6S-tetrahydrobiopterin and other pterins 
by reversed-phase ion-pair liquid chromatography with 
fluorimetric detection by post-column sodium nitrite 
oxidation 617(1993)249 


a-Tocopherol 

Simultaneous determination of retinol, a-tocopherol and 
retinyl palmitate in plasma of premature newborns by 
reversed-phase high-performance liquid chromatography 
617(1993)313 


Tocopherols 
New simplified procedures for the extraction and simultaneous 
high-performance liquid chromatographic analysis of retinol, 
tocopherols and carotenoids in human serum 617(1993)257 


Triacylglycerol hydroperoxides 
Determination of triacylglycerol and cholesterol ester 
hydroperoxides in human plasma by high-performance liquid 
chromatography with fluorometric postcolumn detection 
617(1993)205 


Trimipramine 
Study of lot-to-lot reproducibilities of Bond Elut Certify and 
Clean Screen DAU mixed-mode solid-phase extraction 
columns in the extraction of drugs from whole blood 
617(1993)147 


p-Tyramine 

Identification and quantification of y-glutamyl conjugates of 
biogenic amines in the nervous system of the snail, Helix 
aspersa, by gas chromatography-negative-ion chemical 
ionisation mass spectrometry 617(1993)11 


Vamicamide 

Determination of the R,R- and S,S-enantiomers of 
vamicamide in, human serum and urine by high-performance 
liquid chromatography on a Chiral-AGP column 
617(1993)279 


Zopiclone 

Determination of the enantiomers of zopiclone and its two 
chiral metabolites in urine using an automated coupled 
achiral-chiral chromatographic system 617(1993)271 


Zopiclone N-oxide 
Determination of the enantiomers of zopiclone and its two 
chiral metabolites in urine using an automated coupled 

achiral-chiral chromatographic system 617(1993)271 


